
f a'mo u f/i 


Medford 


wm 

2, I 


Boss. 


fMlipgiojh / 
Reservoir 


WSs/Swb tS‘ ‘ 

m s $ $ v 

,1 1 / M 

y 

7V iSl V 


r iv 


•O’' e ^,/ e ^ Mo o° . 

mmSST 

« L * '/fMm i 

| » 


|i gio 

° v » &S * jA isjfef * J 

N^K |n« *#* AAfifJ L»foS$ '| £ 

Ta M fe4«.- ssSJ 

iw;,t. ?l 

% iflSg H AS 1 I 4 mf 

■BpSHBRlr 


Q 


m 


B1: Neighborhood Office 

B2: Neighborhood Business 

B2A: Major Business 

B3: Village Business 

B4: Vehicular Oriented Business 

B5: Central Business 

I: Industrial 

MU: Multi-Use 

OS: Open Space 

PUD: Planned Unit Development 

RO: Large Lot Single Family 

R1: Single Family 

R2: Two Family 

R3: Three Family 

R4: Town House 

R5: Apartments Low Density 

R6: Apartments Med Density 

R7: Apartments High Density 

T: Transportation 

Flood Zone A (FEMA) 

Parcel Boundary 
Brook / Stream (surface) 

Brook / Stream (subsurface) 
Water Body 
Minuteman Bikeway 
Town Boundary 


For a more detailed map, visit the Town of Arlington 
website: www.arlingtonma.gov/maps 
Poster sized maps are available at Town Hall. 


Path: G:\Maps\Planninq\Zoninq 11x17 2015-05-19.mxd 


This map is a recreation of the map Adopted April, 1998 
with changes adopted by Town Meeting through the 
meeting of STM, May 23, 2005. 

Flood Zone A represents the 100-year or 1 % flood hazard 
area as defined by FEMA. 

The information shown on this map is from the 
Arlington Geographic Information System (GIS) 
database and is intended for informational purposes 
only. The Town of Arlington has made reasonable 
efforts to ensure accuracy of the content, but does not 
guarantee the accuracy of the information. Users are 
responsible for determining its suitability for their 
intended use or purpose. 

Map for planning purposes only, created by the 
Arlington GIS Office, last update 5/19/2015. 
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